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5.  This place was all divided up into
fields, and   some   of   these   had   been
ploughed,  and  were  very  muddy  and
slippery  because  it  had  been   raining
hard.     Both  armies  waited  until   the
next day for the great fight.

6.   In the morning King Henry went
all round amongst his men.    He looked
so cheery and bright, his blue eyes shone
so with hope and courage, he spoke so
bravely and kindly, that all the English
soldiers felt they could be as brave as he.
They were not in the least afraid of all
that host of Frenchmen.

7.  The  French  army was   so  large
that there was not enough room between
the two woods for it to move, and it was
led by five or six princes who did not
agree as to what they should do.

8.  By and by our King Henry told
the  archers who were in the front to
shoot.    Then when hundreds of French
soldiers   on   horseback  were   tumbling
about on the slippery fields, the archers
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